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m POWER PLAITS COKSTHUCTED 


CCarflCTWCTICB OJr EUSTAYI flXAT aid POWXR PIAKT PR00IB88KS -- Zarr* Yost oka. 

So A, .7 Jan 4Q 

* Tha Rustavi heat and power plant vu under construction throughout 1948. 
Huge amounts of cookie* equipment, -utal, and pipes were required. Assembly 
worker# tame from all parts of the Union. Special efforts were required for the 
construction of the -saber -receiving installations. The Rustavi heat and power 
pleat will use three tinea ae uuoh water as la uaed by all the plants and the 
population of Tbilisi . The Kura River will be diverted to a new, epeoially 
constructed concrete river bed. 

Tihe plant, equipped with the latest automatic control devices, will uae 
2,000 tore of Tfcwcheli ami Tkibuii coal daily and will supply the metallur- 
gical pl*at with electric power, eteaa for industrial purposes, and hot water. 
Rustavi work era are confident that the electric power of the new heat a nd 
power plaat will make possible the smelting of Georgian ateol in 1949. 

The year Ipfcfl was a period of intense oonatruction aotivity the oity of 
Rustavi, teorgi&a SSR. A number of new shops cf the Rustavi Metallurgical Plant 
were put into operation, including the Iron and steel mill, electrical repair 
shop, woodworking shop, croeeti ©-impregnating shop, and oxygen shop. The frame 
of an open-Leerth plait was built, and a bloosain? mill, balat furnaces, a coke- 
cheairti workshop, ard a pipe -casting workshop are under construction. 

UZBir OKS UK MS COIStRUClICI — Staliaskoye Znamya, lo 26, 8 Feb 49 

Construction of a 255-kilowatt Interkolkhoz GBS has begun In the Kolkhoz 
iasci Stalin, ZauraksTly Tillage Soviet, Andlthanskiy Rayon, Uzbek SSR. 
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IA3TUI B0V3K FLAB? CONSTRUCTED -- Sovetskaya Latviya, No 55 , 12 Feb 1*9 

A steam-electric power plant has been constructed at rt «ilaye” Peat Bog, 

A 7~kiiometer high-voltage trencaniesion lino has been installed from the plant 
to the city of Beiekno. Workers and employees of 16 enterprises and Institu- 
tions of Rezekne a^d peasants of Barsgal'ekiy end Eeznekiy Volosts participated 
in the construction work. ~ 

It is expected th&u the nav plant vial be operating by the end of the month 
and that the city's electric power n apply will be increased 50 percent, 

ASKD*I#» SXJU;^IC TRAJKSMISSICK UHE PHOG BESSES — Kommuniet, Ho 38 , 16 Feb 1*9 

Construction on the Sanaker GES-Qzemaya GES high-voltage transmission line 
is progressing in spite of winter conditions. Three hundred out of a total of 
320 metal masts have already been set up, and 39 kilometers of cable have been 
strung. Assemblers and constructors have pledged to complete vork on the trans- 
mission line in June 19^9 . 

XA2AILA POWER JOCTWOl^ EXPANDS — Kazakhstanekaya Pravda, Ho 1*7, 8 Mar * 9 

Construction of the Doe 3 or TeE£ (Central Electric Power Plant) is almost 
completed. After it is put into operation, the Staba Elver will have an electric 
network with a length of several hundred kilometers. The most distant oil 
fields and. prospecting regions will receive eleotrio power. 

The main building of the plant has been finished and two turbines have been 
► installed. The electric plant will receive its water supply by the 30-kllometer 
Boss or -I skins water main, now being built. Construction workers pledged to have 
the plant ready for operation by 1 May 191 * 9 . 

KtSCTSIC r XNXR 8TATXCMS C0M3USD WITH ICS'S — Sovetekaya Moldaviya, Ho 1*8, 9 Jfar *9 

Since the end of the war, 4l electric pover plants have been built in MTSe 
in Moldavia, Twenty -four more will have been put into operation by 1950 . 
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